To:  Robberson,  Bill[Robberson. Bill@epa.gov] 

From:  Kao,  Jessica 

Sent:  Thur  8/13/2015  4:42:35  AM 

Subject:  FW:  Draft 


Jessica  Kao 

Chief  of  Staff,  Office  of  the  Regional  Administrator 

USEPA,  Pacific  Southwest  Region 

75  Hawthorne  Street 

San  Francisco,  CA  94105 

415-972-3922 


From:  Guria,  Peter 

Sent:  Wednesday,  August  12,  2015  9:42  PM 
To:  Manzanilla,  Enrique;  Kao,  Jessica 
Cc:  Allen,  HarryL;  Tenley,  Clancy;  Minor,  Dustin 
Subject:  RE:  Draft 


Here  is  the  revised  number  of  EPA  and  contractor  field  personnel: 


Region  9 Personnel  and  Locations: 

Region  9 currently  has  12  EPA  response  personal  deployed  in  response  to  this  effort:  10  at  the 
ICP  in  Farmington,  NM,  and  2 in  the  Area  Command  in  Durango,  CO.  Response  support  to 
EPA  personnel  is  being  provided  by  four  (4)  USCG  Pacific  Strike  Team  members,  and  a total  of 
eleven  (11)  START  and  ERRS  contractor  personnel  at  the  ICP  in  Farmington. 


From:  Manzanilla,  Enrique 


2413081 


ED  000552G  00005695-00001 


Sent:  Wednesday,  August  12,  2015  9:07  PM 
To:  Kao,  Jessica 

Cc:  Guria,  Peter;  Allen,  HarryL;  Tenley,  Clancy;  Minor,  Dustin 

Subject:  Draft 


Jessica 


Thanks  for  sending  what  bill  sent  you. 


Do  you  want  me  and  Clancy  to  take  certAin  sections  to  streAmline? 


Perhaps  Navajo  section 


Let  me  know. 

Sent  from  my  iPhone 
Begin  forwarded  message: 

From:  "Kao,  Jessica"  <Kao.Jessica@epa.gov> 

Date:  August  12,  2015  at  9:00:53  PM  PDT 

To:  "Manzanilla,  Enrique"  <Manzanilla.Enrique@epa.gov> 

Subject:  FW:  new  draft 


Jessica  Kao 

Chief  of  Staff,  Office  of  the  Regional  Administrator 

USEPA,  Pacific  Southwest  Region 

75  Hawthorne  Street 
San  Francisco,  CA  94105 


2413081 


ED  000552G  00005695-00002 


415-972-3922 


From:  Robberson,  Bill 

Sent:  Wednesday,  August  12,  2015  8:16  PM 

To:  Kao,  Jessica 

Subject:  new  draft 


Jessica: 


Regarding  the  percent  contribution  of  the  3 Million  Gallons  released  from  Gold  King  Mine,  it 
accounts  for  only  “0.00001  percent”  of  Lake  Powell’s  total  four  trillion  gallons  capacity  (half-full)  at 
this  time. 


CDR  Bill  Robberson,  P.E.,  USPHS 

Regional  Response  Teams 
US  EPA  Region  9 
San  Francisco,  CA 
Ph  (415)972-3072 

robberson.  bi  1 1 @epa.  gov 


2413081 


ED  000552G  00005695-00003 


